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This year is our fiftieth anniversary. That's a good time 
to share with you some thoughts about our products, our 
people and what we try to do for our customers. 

We are dedicated to building the very best products 


that can be offered to you. To us, that means our trains and 


racing sets must be fun to play with, satisfying to grow 


with and as durable and defect-free as we can make them. 


Fifty years of business history, continuous growth 
and sales leadership in HO scale electrics are all strong 
indications that we meet these objectives. 

Today, there are tens of millions of American families 
that own and enjoy Tyco products. Millions more are join- 
ing this group every year. 


And while we became a part of Consolidated Foods 
Corporation just five years ago, we feel very much at 
home with an organization whose motto is Responsive to 
Consumer Needs. 

Because the word responsive describes the attitude 
of our people. The people who built the World of Tyco. The 
people who continue to make it run. 

And being responsive assures other words. Like 
quality. And value. And these too are words that can only 
be brought to life by dedicated people. 

So welcome to the World of Tyco. 

It's a mighty big world now. But we take our work 
just as seriously as we did when John Tyler built our first 
product in a small garage in New Jersey fifty years ago. 
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THE SWITCHER FREIGHT 
No. 7301 





This husky, lighted diesel switcher, plus 3 
authentic scale freight cars, makes a perfect 
starter set. 

Contents: Diesel switcher with operating 
headlight * 50' box car * hopper car * caboose * 


THE DIESEL FREIGHT 
No. 7302 


This 4-unit set with the lighted F-9 diesel 
duplicates in miniature one of the most familiar 
train scenes in modern railroading. 

Contents: Lighted F-9 diesel + 50’ Box car 

* Hopper car * Caboose * 12 sections of track, 


THE SPIRIT OF '76 
No. 7306 


The red, white and blue colors of the lighted 
Spirit of '76 diesel and matching caboose 
capture the imagination—complete 5-unit 
train set. 


Contents: Lighted Spirit of '76 F-9 Diesel 
Loco * 50' box car * hopper car e flat car with 


THE MIDNIGHT SPECIAL 
No. 7309 


Whatever the cargo may be—THE MIDNIGHT 
SPECIAL is equipped to handle the load. 
Featuring Tyco's " PowerTorque" Drive, this 
sleek Shark Nose diesel loco provides 
unsurpassed performance with the smoothest 
starts and stops ever. 


12 sections of track, including a curved 
terminal rerailer, to make a 36" circle * 
power pack, U.L. listed. 


Standard pack: 6 * Carton weight: 27 lbs. 
Package size: 23-1/2" x 15-3/4" x 1-5/8" 


BURLINGTON 
NORTRERN 


including a curved terminal rerailer, to make a 
36" circle e Power pack, U.L. listed. 


Standard pack: 6 + Carton weight: 31 Ibs. 
Package size: 26-1/8" x 10-1/2" x 1-5/8" 


pipe * Spirit of '76 caboose * 12 sections of 
track, including a curved terminal rerailer, to 
make a 36" circle * power pack, U.L. listed. 


Standard pack: 6 + Carton weight: 31 Ibs. 
Package size: 26-1/8" x 16-3/4" x 1-5/8" 


Contents: Shark Nose diesel loco with 
operating headlight * 50' box car * hopper 
car * tank car * caboose * 12 sections of track, 
including a curved terminal rerailer, to make 
a 36" circle * power pack, U.L. listed. 


Standard pack: 6 * Carton weight: 33 Ibs. 
Package size: 26-1/8" x 16-3/4" x 1-5/8" 














THE INTER-CITY 
No. 7310 


Amtrak—the new national passenger service. 

A sleek, smooth set with a lighted F-9 diesel and 
3 lighted streamline passenger cars. 

Contents: Lighted F-9 diesel * Lighted combine 
car ¢ Lighted passenger car Ħ Lighted observation 


THE TWIN DIESEL FREIGHT 
No. 7312 


Take the popular F-9 diesel "A" unit with 
operating headlight and a matching non-powered 
diesel "A" unit, and add to them 5 authentic 
freight cars. That's a great recipe for real 
railroading fun. 


Contents: Lighted F-9 diesel "A" and F-9 dummy 
"A" e Billboard refrigerator car + Pulpwood car 


THE OVER & UNDER 
No. 7311 


COMBINE 


car * 12 sections of track, including a curved 
terminal rerailer, to make a 36" circle e Power 
pack, U.L. listed. 


Standard pack: 6 + Carton weight: 33 Ibs. 
Package size: 26-1/8" x 16-3/4" x 1-5/8" 


* 50' Box car « Flat car with tractors e Caboose 

e 12 sections of track, including a curved terminal 
rerailer to make a 36" circle e Power pack, 

U.L. listed. 


Standard pack: 6 + Carton weight: 39 Ibs. 
Package size: 26-1/8' x 20-5/8" x 1-5/8" 


Big 40” x 87" track layout with 33-piece bridge and trestle set 


Big 72-piece set provides over-and-under 
railroading action on the “Figure 8" track layout. 
This 6-unit train is headed by the popular F-9 
diesel, with an operating headlight. 

Contents: Lighted F-9 diesel + 50’ Box car 

* Gondola with pipe load * Hopper car ¢ Flat car 


with tractors e Caboose * 33-piece Bridge and 
trestle set 26 sections of track, including a curved 
terminal rerailer, to make a 40" x 87" "Figure 8" 
track layout e Power pack, U.L. listed. 


Standard pack: 6 » Carton weight: 41 Ibs. 
Package size: 26-1/8" x 20-5/8" x 1-5/8" 











THE SPIRIT OF AMERICA 
No. 7320 


SPIRIT OF AMERICA 


DIDI GANGAL 
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A colorful history in a modern setting. Headed by 
the colorful red, white and blue commemorative 
old-time lighted Spirit of America loco and 
tender, with 3 matching cars. 


Contents: 4-6-0 Spirit of America locomotive 
and tender, with operating headlight * 1890 


Pap a 















——za a = F: 









passenger-baggage combine * 2-1890 passenger PN 
coaches « 14 sections of track, including a curved 
terminal rerailer, to make a 36" x 45" oval 

e Power pack, U.L. listed. OVAL 


Standard pack: 6 + Carton weight: 32 Ibs. iq 
Package size: 23-1/2" x 15-3/4" x 1-5/8" 








THE DURANGO 
No. 7318 


Operating floodlight car. 
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With operating floodlight car 
& cattle depot af 





The greatest western train set of all time. 

Brand new and ruggedly built, the Durango is really 
action packed—features PowerTorque Durango loco- 
motive, operating floodlight car, complete cattle car and 
depot set—with cattle car, 16 cattle, cattle truck and 
trailer, cattle depot. Talk about play value—the 

Durango has it. 


Contents: Durango Diesel Loco * cattle car with 16 
cattle e Complete depot set + Cattle trailer and cab 

e Hopper car * 50' box car * Pulpwood car * Durango 
operating floodlight car * 14 track sections including a 
curved terminal rerailer for a 36" x 45" oval layout 

e Power pack, U.L. listed. 


Standard pack: 6 + Carton weight: 40 Ibs. 
Package size: 26-1/8' x 20-5/8" x 1-5/8" 








THE GOLDEN WEST 
No. 7321 





The superb detailing of this magnificent Early combine coach * 14 sections of track, including fn 

West train set will create enthusiasm in the rerailer, to make a 36" x 45" oval track layout 

most discriminating model railroader. e power pack, U.L. listed. 36" x 45 | 
Authentic and realistic in every detail. OVAL | 

Contents: 1890 steam locomotive and tender Standard pack: 6 + Carton weight: 32 lbs. N r 

* 2 each 1890 passenger coaches * 1890 Package size: 23-1/2' x 15-3/4" x 1-5/8" ee < 





THE ROCK ISLAND LINE 
No. 7329 









| la X 
Big 40" x 87" track layout with bridge, trestles, signs and poles. Cattle car & depot set with truck cab, trailer and cattle. 
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The Rock Island Line is a mighty fine line. Just check the 
many features Tyco has packed into this 108-piece super 
over-and-under set. Starting with the big Alco Century Diesel 
loco, with Tyco's exclusive PowerTorque drive which couples 
unprecedented power and traction with the smoothest starts 
and stops ever. And the new cattle car and depot set and 

; 33 piece bridge and trestle set for more railroading action. 


Contents: Powerful Rock Island Alco 430 loco with headlight 
features '' Power-Torque’’ drive • cattle car and depot set 

e deluxe autoloader car with 6 autos * hopper car * 50' box car 
* Rock Island caboose • 24 decorated signs and poles * 26 
sections of track including a curved rerailer, for a big 40" x 87" 
Figure “8” Over & Under track layout * 33-piece bridge and 
trestle set e power pack, U.L. listed. 


Standard pack: 6 + Carton weight: 41 Ibs. 
Package size: 28-3/4" x 20-3/16" x 1-5/8" 
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THE CHATTANOOGA CHOO-CHOO 


WITH SMOKE & STEAM WHISTLE 
No. 7331 = 








| N 
The most famous train of all time... 
the Chattanooga Choo-Choo...with realistic | 36'x45 | 
smoke” and steam whistle. Set also features an į OVAL 
operating crane car with 3-way action and a 
17-piece bridge and trestle set for added fun. a 


“Smoke Liquid Included. 
—————————————————————— 

















No. 7334 


THE SANTA FE ACTION FREIGHT 
ges 
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Crossing gate raises and lowers automatically Dump logs by remote control Flat car with 2 piggyback trailers, truck cab and terminal 








As advertised on 









Contents: Lighted 2-8-0 Consolidation and tender 
e Steam whistle e Operating crane car and boom 
tender + 55' Center flow hopper car * 62’ Tank car 
e Caboose * 17-piece Bridge and trestle set 

e 14 sections of track, including a curved terminal 
rerailer, to make a 36" x 45" oval e Power pack, 
U.L. listed. 


Standard pack: 6 + Carton weight: 47 Ibs. 
Package size: 28-3/4' x 20-3/16"' x 1-5/8" 


























A deluxe set headed by a large lighted Alco 630 
diesel loco, hauling 8 colorful freight cars coursing 
a giant 45" x 45" double oval track layout. Set 
includes 2 manual switches, operating crossing 
gate, and 24 decorated signs and poles. A remote 
control log dump set adds railroading realism. 


Contents: Lighted Alco 630.diesel loco + Remote 
control log dump set * Piggyback flat car with 

2 trailers, truck cab, truck terminal ¢ Billboard 
refrigerator car * Tank car * Hopper car * Pulpwood 
car ¢ 62' Refrigerator car * Caboose * Operating 
crossing gate + 24 signs and poles * 19 sections of 
track including a curved terminal rerailer to 

make a 45" x 45" double oval with 2 manual 





à switches * Power pack, U.L. listed. 
Standard pack: 3 + Carton weight: 30 Ibs. 
D= n Package size: 28-3/4" x 20-3/16" x 3-3/16" 


ELECTRIC TRAIN SET 
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| THE MAMMOTH OF THE RAILS 
No. 7338 











Box car unloads crates 
by remote control 


Flat car with 2 piggyback trailers, 
truck cab and terminal 


Freight unloading depot 






45" x 63" 
L DOUBLE OVAL J | 


N / ȘI 
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THE SUPER ROAD & RAIL aaa = 
No. 9000 i 











































Package size: 27" x 17" x 3-3/4" 


> PMA ETE “ 
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SUM THEM TOGETHER O SERARATILY! 


1. Operate train and racing sets together. 

2. Flat car with 2 piggyback trailers, truck cab and terminal. 
3. Triple level racing action. 

4. Road-and-rail crossover section. 





Two complete sets in one! Run them together or 
separately. Big 63" x 42" layout gives you 23 feet 
of triple level racing action, with 2 Tycopro 

racing cars and 2 racing controllers, plus a long 
twin diesel train set, including 5 cars, piggyback 
flat car set with truck terminal, and 24 trackside 
signs and poles. Complete with road-and-rail 
crossover section and 2 electric power packs. 


Standard pack: 3 + Carton weight: 50 Ibs. 












The powertul lighted Pacific and tender, hauling 
9 cars around a giant 45" x 63" double oval, 

is a sight to behold. 3 action accessories, a piggy- 
back terminal set, and 2 electric switches add 
railroading glamour. 


Contents: Lighted 4-6-2 Pacific loco and tender 
* Billboard refrigerator car * 55' Center flow 
hopper car * Piggyback flat car with 2 trailers, 
truck cab, truck terminal e Operating crane car 

e Boom tender * Remote control freight unloading 
box car set e Remote control freight unloading 
depot with operating tractor * Flat car with pipe 
load e Caboose * Operating crossing gate 

e 24 Signs and poles + 29 sections of track, including 
a curved terminal rerailer to make a 45" x 63" 
double oval * 2 electric switches * Power pack, 
U.L. listed. 


Standard pack: 3 + Carton weight: 33 Ibs. 
Package size: 28-3/4' x 20-3/16" x 3-3/16" 














Train set contents: Racing set contents: 

Lighted F-9 diesel "A" unit e Non- 2 Tycopro racing cars * 26 sections 
powered F-9 diesel “B” unit * Piggy- of track * 13 pier supports * 16 crash 
back flat car with 2 trailers, truck barrier fence with flags * 2 racing 
cab and terminal ¢ Flat car with controllers * 3" road and rail 


3 tractors * 50' box car e Hopper car crossover * Power pack, U.L. listed. 
e Caboose * 16 sections of track, 
including a curved terminal rerailer 
e 24 signs and poles * 1 amp 
power pack, U.L. listed. 
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LAYOUT EXPANDER SYSTEM 


With Tyco's Layout Expander System you can build this exciting Railroad 

Empire in 4' x 8' of space—and—you can do it in easy stages— Each component 
is available individually. Every component is performance matched to the 
layout.—The more you add—the more fun you have. With the complete Layout 
Expander System, you can operate up to four trains. (You can control two 

trains at a time independently, and you can switch any of the four trains | 
among any of the three mainline tracks. You have remote control switching, à 
blocking and uncoupling —unload freight—logs, ore, crates, pipe by remote 
control. — Even a piggyback trailer. The easiest way to start your Railroad 
Empire is with the Track Layout Expander (Stock #7901). Here in one package 
is everything you need to expand any circle of track to a 4' x 8' double oval . 
track layout, wired for 2-train operation (one train at a time with a single 3 
power pack). The Instruction Manual is included. Yy 














































m CONTENTS: 
10—9" straight track (917) Nl 


—— 30—18" radius curve track (918) 
~r 5—9" straight rerailer (919) 
933 6—18" radius terminal rerailer (939) | 
1—6" straight track 
931 2—2" straight track 
N 2—Lighted bumper track (954) 
5—Remote control switch L.H. (910) 
955 l 2—Remote control switch R.H. (911) 
— Operating crossing gate (908) 
— Log dump car set (926) 
2 —Unloading box car set (930) 
—Freight unloading depot (931) 
be 1—Unloading hopper car set (862) 
1 —Piggyback flat car set (348) 
939 1—Piggyback loader & unloader (933) 
926 2—Lighted freight station (906) 
—Lighted factory (940) 
—Lighted church (941) 
939 —Lighted passenger station (942) 
—Lighted service station (943) 


—Lighted ranch house (944) 


2—Lighted colonial house (945) 
aoe Q — Blocking switch set (970) 








—Terminal rail joiner 


NOTE: Step-by-step instructions to build this layout included 
in the Tyco Layout Expander System Instruction Manual 





14 





32-page layout expander manual contains 
step by step instructions with easy-to-follow 
diagrams and illustrations. You can obtain 
it at your Tyco dealer. Or send one dollar to 
Tyco Customer Service, Moorestown, New 
Jersey 08057. 


TRACK LAYOUT EXPANDER 


No. 7901 The easy way to start your Railroad Empire $32.00 


TYCO CONTENTS: 
2—Remote control switches 


TRACK LAYOUT EXPANDER i papa 


3—Straight rerailers 
HO SCALE - THE EASY WAY TO START YOUR OWN RAILROAD EMPIRE 1—Blocking switch 


18—Sections of track 
Pa f DN ze x 4—Insulated rail joiners 
(=) |] pe )) Eee 40—Feet of hook-up wire 


100—Track mounting nails 
1—32 page step-by-step 


Instruction Manual 


7 NN 


Includes everything you need 


this 4' x 8' layout wired for z 
2 train operation. j 


to expand any circle of track to \ \ 
\ (Operate 1.train at a time, with a single power pack) | 


N 


No.910—Remote control switch—L.H. $8.00 
No. 911—Remote control switch—R.H. $8.00 
No. 912— Manual switch—L.H. $4.00 
No. 913—Manual switch—R.H. $4.00 
No. 915—90° Track crossing $3.70 
No. 917—Straight track—9" (4) $1.60 
No. 918—Curve track—18"' radius (4) $1.60 
No. 919—Rerailer $1.00 
No. 921—Portable uncoupling ramp $1.20 
No. 939—Terminal track w/rerailer— 18" radius $1.40 
No. 954—Lighted bumper track $1.60 
No. 955—Bumper track $1.00 
No. 960—#4 Remote control switch—L.H. $8.00 
No. 961—#4 Remote control switch—R.H. $8.00 
No. 962—Curve remote control switch—L.H. $8.00 
No. 963—Curve remote control switch—R.H. $8.00 
No. 964—2-Way remote control switch $8.00 
No. 967 —#6 Remote control switch—L.H. $8.00 
No. 968—#6 Remote control switch—R.H. $8.00 
No. 970—Blocking switch, with 4 insulated 

rail joiners $2.00 
ASSORTMENTS: 
No. 15626—9"' straight track (600 pcs.) $ .33 
No. 15627— 18" radius curve track (500 pcs.) $ .33 
No. 15628—3' flexible track $1.40 


aia iii iii iii 





















ACTION CARS & ACCESSORIES 


No.931—FREIGHT UNLOADING DEPOT. Operating 
tractor moves forward and reverse by remote control, 
and unloads culvert pipe from flat cars. Includes 

fully decorated depot, flat car with pipe load, unloading 
ramp, and push-button controller. 
$11.00 Pa 


No. 933—PIGGYBACK LOADER & UNLOADER. 

With 4-way remote control action: fork lift moves up and 
down; tractor goes forward and reverse. 

Includes operating tractor with fork lift, and 

piggyback flat car with 2 trailers. 

$15.00 


ne 


“ASSORTMENTS: 


No. 35—Action Car and Accessory Assortment 
(12 pes. 3 ea. 347, 348, 349, 935) 


No. 36—Action Car and Accessory Assortment 
(12 pcs.—3 ea. 862, 908, 926, 932) 


LIGHTED No.941—CHURCH 
BUILDINGS 32-00 


ASSORTMENT: 

No. 52— Lighted Buildings 
Assortment (12 pcs.—3 ea. 
940, 941, 942, 943) 








No. 925—ORE DUMP CAR SET. Unloads ore 
by remote control. Complete with operating 
car and track, receiving bin, 
“ore” supply and 

push-button controlle 


No. 930—UNLOADING BOX CAR. Unloads crates by 
remote control. Complete with operating car and 
track, crates, receiving bin and 

push-button controller. @ 

$10.00 


No. 926—LOG DUMP CAR SET. Unloads logs 
by remote control. Complete with operating 
car and track, receiving bin, logs, and 
push-button controller. 

$10.00 


No. 348—PIGGYBACK FLAT CAR SET. 
Flat car with 2 piggyback trailers, 
truck cab and truck terminal. 

$5.50 5 


g A 


No. 942— PASSENGER STATION 
$8.00 


No. 943—SERVICE STATION 

































No. 349—AUTOLOADER. Double-deck 
autoloader car, complete with 6 colorful autos. 


$5.00 
Cn Se 
= 7’ D- 
ir ‘ 


No. 347—OPERATING FLOODLIGHT CAR. 
Floodlight swivels left and 


right, up and down. 
$5.00 
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No. 862—HOPPER CAR UNLOADING SET. 

No wiring. Includes special track sections, trestle 
set, coal load, bin, and operating hopper car. 
$9.00 


No. 906—FREIGHT STATION 
$8.00 


No. 940—FACTORY 


$8.00 = 





No. 935 —CATTLE CAR & DEPOT SET Complete with stock car, stockyard depot, 
truck cab with cattle trailer, and 8 cattle. 
$6.00 


No. 928—OPERATING SIGNAL MAN. Signalman appears from lighted shanty 
as train approaches, returns 
to shanty when last car clears. 








No, 923—REMOTE CONTROL No. 934 —NEW—REMOTE CONTROL 
UNCOUPLING TRACK. Uncouple cars by STEAM WHISTLE IN BILLBOARD. 
pressing a button. Complete with push- $7.00 

button controller, and special track section. 


$3.00 


g MAXWELL HOUSE 


GOOD TO. THE LAST DROP 


No. 908—CROSSING GATE. Safety bar drops as train approaches, 
stays down until last car clears. 
Fully decorated. 


Fully decorated. 
$9.00 


No. 932—CRANE CAR WITH BOOM TENDER SET. Crane car has 3-way action! 
The cab swivels a full 360°; the boom raises and lowers; the hoist can be cranked 
up or down. Two car set, includes realistic boom tender. 

$8.00 








No. 904— 24 pc. DECORATED 
TRACKSIDE SIGNS & 
TELEPHONE POLES 

$2.00 

















No. 905—33 pc. LIGHTED & SCENIC ACCESSORIES SET 
$14.00 4 - 





POWER  no.898—Tyco Dual-Pak, 2 amp. No. 897 —Tyco Master-Pak, 2 amp. 
PAKS AC-DC; on-off switch; dual overload AC-DC; on-off switch; 
lights; master power light $37.00 overload light $34.00 


No. 899—Tyco-Pak, 1 amp, AC-DC 


ie 
103 


sij de În 


No. 101 —Boulevard Lights (2) $2.30 No. 105—Blinking Microwave Tower $2.50 
No. 102—Mercury Street Lights (2) $2.30 No. 106—Floodlight Tower (2-light) $2.50 
No. 103—Fluorescent Street Lights (2) $2.30 No. 107—Floodlight Tower (4-light) $3.50 
No. 104—Yard Spotlight Tower $2.50 


ASSORTMENT: No. 51—Light Assortment (96 pcs.—8 ea. 101, 102, 103, 104, 105, 
108, 109, 115, 116; 12 ea. 106, 107) 


No. 1004—4' x 6' OPERATING TRAIN LAYOUT 
$280.00 




















No. 7791 —OLD TIME FACTORY. Kit contains 135 No. 7786—COALING STATION. Kit contains 
pieces, molded in 7 colors, model size 10%" x 13': 68 pieces, molded in 5 colors, model size 6" x 64". 
$8.00 $5.00 


TYCOKITS 


ASSORTMENTS: 
No. 62 12 pcs. (2 ea. 7761, 7762 
7763, 7764, 7765, 7766) 


No. 63 12 pcs.(2ea. 7771, 7772 
7779, 1774, 1775, 7776) 


No. 64 12 pcs. (2 ea. 7781. 7782 
7783, 7784, 7785, 7786) 





No. 7774—SPEEDY ANDREWS REPAIR SHOP. 
Kit contains 76 pieces, molded in 6 colors, model size 


No. 7764—MACHINE SHOP. Kit contains 25 pieces, 
molded in 5 colors, model size 4%" x 7’: 


$3.00 





No. 7762—EXXON STATION. Kit contains 56 pieces, 
molded in 4 colors, model size 5%" x 64" 


$3.00 





No. 7775—TRACKSIDE MAINTENANCE ACCESSORIES 
Kit contains 95 pieces, molded in 8 colors, model 
size 5" x 9', includes track section. 


$4.00 


No. 7761 —ARLEE STATION. Kit contains 33 pieces, 
molded in 4 colors, model size 4%" x 8%": 
$3.00 





No. 7763—TRACKSIDE SAND HOUSE. Kit contains 
53 pieces, molded in 5 colors, model size 4" x 9%". 


$3.00 

















No. 7785—FREIGHT STATION. Kit contains 105 
pieces, molded in 5 colors, model size 4%" x 10". 


$5.00 








No. 7766—THREE HOUSES UNDER CONSTRUCTION 
Kit contains 104 pieces, molded in 6 colors, model 
size 3" x 3%". 

$3.00 


No. 7771 —REPAIR SHOP. Kit contains 84 pieces, 
molded in 7 colors, model size 4" x 9". 


$4.00 


























No. 7795—COAL MINE. Kit contains 95 pieces, 
molded in 6 colors, model size 14%" x 16'. 
$10.00 


No. 7784—GRUSOM CASKET. Kit contains 146 pieces, 
molded in 7 colors, model size 6%" x 11%". 
$5.00 












No. 7782— BREWERY. Kit contains 109 pieces, 
molded in 7 colors, model size 5%" x 12%": 
$5.00 





No. 7783—RICO STATION. Kit contains 109 pieces, No. 7792—ROLLING BRIDGE. Kit contains 47 
molded in 4 colors, model size 5" x 12%" pieces, molded in 4 colors, model size 
$5.00 7" x 17%'' bridge operates up and down. 
Includes elevated track section. 
$8.00 





No. 7765—VILLAGE BLACKSMITH. 

Kit contains 48 pieces, molded in 3 colors, 
model size 4%" x 5%". 

$3.00 


No. 7738—WATER TOWER. No. 7737—SIGNAL TOWER. 
Kit contains 16 pieces, Kit contains 22 pieces, 
molded in 5 colors, model molded in 4 colors, model 
size 2%" x 3%. size 2%" x 3". 








No. 7773— INTERLOCKING TOWER. 

Kit contains 53 pieces, molded in 4 colors, 
model size 4" x 71⁄2". 

$4.00 


No. 7781—ENGINE HOUSE. Kit contains 65 pieces, 
molded in 7 colors, model size 3%" x 11%’: 


$5.00 








No. 7772—RAMSEY JOURNAL BUILDING. 
Kit contains 119 pieces, molded in 5 colors, 
model size 3" x 5%" ‘ae with detailed 


interior. 


$4.00 


No. 7776—AUNT MILLIES HOUSE. 

Kit contains 75 pieces, molded in 5 colors, 
model size 44 x 4%": 

$4.00 








STEAM LOCOMOTIVES ai with operating headlight 


£ YY BIF 


Santa Fe 





No. 206-16—Pony Loco & Tender, 0-4-0 No. 208-22— Mikado & Tender, 2-8-2 No. 210-31—"Gene 
Southern $28.00 Santa Fe $45.00 4-4-0O—Wé 









No. 233—1890 Loco & Tender, 4-6-0 No. 243-01—Prairie & Tender, 2-6-2 No. 237-22—Box 
AT.&S.F. $32.00 Pennsylvania $34.00 Santa Fe 








No. 245-15—Consolidation & Tender, 2-8-0 No. 247—Spirit of America & Tender, 
Chattanooga with Smoke $36.00 4-6-0 $35.00 


perating headlight - 
ema = f x 


DIESEL LOCOMOTIVES aliwith o 














No. 222-17—Shark Nose "A" No. 222-18—Shark Nose "A" No. 222-19—Shark Nose "A" No. 224-07—F-9 Powered ' 
Amtrak $14.00 


Southern Pacif 


ic $16.00 
E ud 


i 


Burlington Northern $16.00 Midnight Special $16.00 





an ee — eee = E 
No. 228-22—GP-20 Diesel * No. 228-23—GP-20 Diesel * No. 228-30-GP-20 Diesel * No. 230-21 —F-9 Non-Powere 
Santa Fe $16.00 





U.P. $16.00 Durango $16.00 Santa Ee $5.00 


<a „PR 
re) 4 EA 
No. 235-14—Alco Century Diesel * No. 235-21—Alco Century Diesel * No. 243-03—Alco Super 630 * 


1.C.G. $19.00 Santa Fe $19.00 Chessie $20.00 


ht NN 





No. 244—Spirit of 76 * No. 246—Super Spirit of '76 * No. 248-21—Twin 

Seaboard Coast Line $19.00 $20.00 Santa Fe $1 

ASSORTMENTS: No. 222—Assorted Shark Nose Diesels (12 pieces—4 each 222-17,-18,-19) No. 228—Assorted GP-20 Diesels (12 pieces—4 each 228-22,-23,-30) 
No. 224— Assorted F-9 Diesels (12 pieces—4 each 224-07,-21,-35) No. 235—Assorted Alco Diesels (12 pieces—4 each 235-10,-14,-21) 


TROLLEYS 


——= = 
—— nas aude ai feb ae i No. 7006— Locomotive Display 
Li FALTE gr P Merchandiser — Permanent counter 
gt ERLA ae i unit, displays 14 locos and trolley 
aa ae po Rear compartment holds additional 
2148 Main Street $11.00 214D Nob Hill $11.00 y P. : Frica sa ere w 
with 72-pc. assortment: 8 ea. 224; 
7 ea. 214, 237, 241; 6 ea. 228, 235; 
5 ea. 238; 4 ea. 230, 245, 246; 


214G Broadway $11.00 3 ea. 208, 212, 243, 247; 2 ea. 233. 


ASSORTMENTS: No. 214—Assorted Trolleys 
(12 pieces—4 each 214B, D, G) 












No. 212-23— Pacific & Tender, 4-6-2 





“ral” Loco & Tender No. 212-03— Pacific & Tender, 4-6-2 





A $40.00 Chessie $42.00 U.P. $42.00 
ster Loco, 0-4-0 No. 238-01—Shifter & Tender, 0-4-0 No. 242—Dixie Belle, 4-6-0 


$24.00 Pennsylvania $27.00 W&A $32.00 
























No. 253-24— 1880 Twelve-Wheeler, 4-8-0 No. 253-25— 1880 Twelve-Wheeler, 4-8-0 
Denver & Rio Grande $35.00 Central Pacific $35.00 
POWERTORQUE 

a DRIVE 
d 
Le | 
> 
y 

w ; 3 ; 

No. 224-21 —F-9 Powered "A" No. 224-35—F-9 Powered "A" 
Santa Fe Passenger $14.00 Spirit of '76 $14.00 

i iz m e 
| A 
dB” No. 241-21 — Diesel Switcher No. 235-10—Alco Century Diesel * 


Santa Fe $11.00 Rock Island $19.00 





No. 243-04—Alco Super 630 * No. 243-21—Alco Super 630 * 
Delaware & Hudson $20.00 Santa Fe $20.00 Our Powertorque drive couples 

ES unprecedented power and traction 
with the smoothest starts and stops 
ever. So it climbs easier, pulls more, 
keeps cars on the track better. And 
still it used 20% less current than 


conventional motors. 





F-9 Diesels No. 248-35—Twin F-9 Diesels 
9.00 Spirit of 76 $19.00 


No. 243—Assorted Alco Super 630 Diesels (6 pieces—2 each 243-03,-04,-21) 
No. 248—Assorted Twin F-9 Diesels (6 pieces—3 each 248-21,-35) 


*Powertorque on Diesels No. 228, 235, 
243, 244, 246 and No. 245 Consolidation. 





STEAM LOCOMOTIVE KITS 7705—General & Tender 4-4-0 $25.00 
7707—Prairie Loco & Tender 2-6-2 $22.00 


7708—Pacific & Tender 4-6-2 $28.00 
7709—Mikado & Tender 2-8-2 $30.00 
7710—Pony Loco & Tender 0-4-0 $18.00 
7712—1880 Twelve-Wheeler 4-8-0 $24.00 
ASSORTMENTS: 

No. 66—Steam Loco Kit Assortment (12 pcs.—2 ea. 
7705, 7707, 7708, 7709, 7710, 7712) List $18.00 to 


gti $30.00 each. 
zy JE z 
4, } Tés. 
i ; == 


ap ae a 


E es urmă 


E a 















. _No.30—Freight Cars, Gen. Assortment (72 pcs. —12 ea. 
ASSOKIMENT 355; 6 ea. 311, 312, 315, 324, 329, 334, 339, 341,342, 344) 


311B— Box, III. Cent. $2.20 311G—Box, Bost. & Me. $2.20 311U—Box, Santa Fe $2.20 312D—Stock, D&RGW $2.20 312E—Stock, 












a 

ROCK ISLAND 

a a E 

327-03—Caboose, Chessie 327-10—Caboose, Rock Island 327-14— Caboose, |.C.G. $2.50 
$3.00 $2.50 $2.50 





327. 15— Caboose, Chattanooga 










351A—Flat with tractors, W&M 353A—Flat, Truck Carrier $3.00 354A—Flat, Piggyback 
$3.00 $3.00 


355C—Bill. Reefer, 





357C—T.D. Tank, Exxon $3.00 357F—T.D. Tank, Coca-Cola $3.00 358A—C.F.Hopper, Kellogg $3.00 358B—C.F.Hopper, Morton $3.00 





359D—Cov. Hopper, Ajax $3.00 359F—Cov. Hopper, Jell-O* $3.00 360A—Ex. Reefer, Sara Lee $3.00 360C—Ex. Reefer, 


362B—Bicen. Box, Washington $3.00 362C—Bicen. Box, Paul Revere $3.00 363A—Comm. Box, Rhode Island $3.00 363B— Comm. Box, Penna. $3.00 363C—Comm. Box, 








OLD-TIME CARS z 





371A— 1860 Box 371B—1860 Water 371C—1860 Horse 372A—1890 Pass. Coach 372B—1890 Combine 373A—Pass. 
W&A $4.00 W&A $4.00 W&A $4.00 AT.8S.F. $4.00 A.7.&S.F. $4.00 Spirit of America 
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3-PACK FREIGHT & PASSENGER CARS 


No. 47 — 3-pack Bicen. Freight Cars (1 ea. 362A, B, C) $8.50 
No. 57— 3-pack State of Union Cars (3 assorted 363) $8.50 
No. 58 — 3-pack Amtrak Pass. Cars (1 ea. 520N, 521N, 522N) $23.00 











"Trade mark used under license from General Food Corporation, White Plains, New York 10625 










No. 31 —Deluxe Freight Cars (72 pcs.—8 ea. 35], 
353, 354, 357, 358, 359, 360, 362, 363) 


= 2a 





Santa Fe $2.20 315H—Tank, Union $2.20 315K—Tank, Wesson $2.20 324B—Chemical, Du Pont 324E—Chemical, Hooker 
$2.20 $2.20 








327-19—Caboose, Midnight Special 327-22—Caboose, S.F. $2.50 327-23—Caboose, U.P. $2.50 327-35—Caboose, Spirit of '76 
$3.00 $3.00 
| 339E—50' Box, Burl. North. $2.20 341-B— Gondola with Culvert Pipe, U.P. 342-B—Skid Flat with Culvert Pipe, W.M. 344C—Hopper, Virginian $2.20 
$2.20 $2.20 


v 








Baby Ruth $2.20 355D—Bill. Reefer, Gerber 355E—Bill. Reefer, Ralston $2.20 355F—Bill. Reefer, Heinz $2.20 357B—T.D. Tank, Gulf $3.00 
$2.20 
l ae SIR 
= BORAXO On 
= 3 
a 
358-D—C.F. Hopper, Sanka $3.00 358F—C.F.Hopper, Old Dutch $3.00 359B—Cov. Hopper, Boraxo $3.00 359C—Cov. Hopper, Planters $3.00 





360F —Ex. Reefer, Popsicle $3.00 360G —62' Box, Pepsi $3.00 362A—Bicen. Box, Minuteman $3.00 


North Carolina $3.00 363D—Comm. Box, Georgia $3.00 363E—Comm. poi New Hampshire | 363F—Comm. Box, New York $3.00 364—50th Anniversary 50' Box Car 
$3.00 











opprevatiee 





Coach 373B—Pass. Combine 
$4.00 Spirit of '76 $4.00 


520N—Combine, Amtrak $8.00 521IN—Coach, Amtrak $8.00 522N—Observation, Amtrak $8.00 























RACING CARS 
CARS THAT $5.25 
CORNER FASTER “a 
BECAUSE 
THEY REALLY | 
HUG THE TRACK! d 


Not just a new name, but an entirely new concept in racing cars. Curvehuggers 
outperform all other cars! Curvehuggers give championship performance, 
better traction and fewer spin-outs, because they really hug the curves. 
Curvehuggers set a new standard of performance on all HO racing tracks. 

















BOTTOM VIEW OF NEW CURVEHUGGER CHASSIS 


TYCO EXCLUSIVE SELF ADJUSTING NEW, IMPROVED, “FLOATING” 
CENTER-OF-GRAVITY PADS PICK-UP SHOES 






8504 
Chaparral 2G 


REPLACEABLE, 
SNAP-IN 
GUIDE PIN 






SNAP-IN EASILY REPLACEABLE 8505 


NON HARDENING OR SHRINKING A 
Super Pinto 


R.T.V. TIRES PICK-UP SYSTEM 


LIGHTED CARS 









8522 — Ferrari 512M 8524 —SuperAmerica Porsche 908 8526— Racing Corvette GT 





8523—Gulf Porsche 8525—SuperAmerica Chaparral 2D 8527 — Porsche Carrera 
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8533 
SuperBird 


8534 
'40 Ford Coupe 


SPECIAL CARS > A 8540 —Vega Funny Car 


8542—'57 Chevy 


LOW RIDERS 
Front-end tilts forward to display 
fully detailed engine 


8543—'55 Nomad 
8541 —Pinto Funny Car 





2-IN-1 CARS 


2 interchangeable bodies: 


stock and racing 


8547 —'32 Ford Roadster 








Cars with operating headlights 
for realistic night racing! 


Super Over & Under 
racing action in 3'x4! - 


SUPER OVER & UNDER 


PRO RACING 
No. 8202 


Test your driving skills on this "extended" 
Over & Under track layout—10 feet of 
PRO RACING ACTION, featuring Tyco's 
new CURVEHUGGERS, of course. 


Contents: 1 Chaparral 2G CURVE- 
HUGGER care 1 Lola 260 CURVEHUGGER 
car * 12 sections of track (6-9" radius, 

3-9" straight, 1-9" terminal, 2-6" straight) « 
4 piers * 8 crash barrier with flags * 2 racing 
controllers * electric power pack, U.L. listed. 


Standard pack: 6 + Carton weight: 30 lbs. 
Package size: 20" x 13" x 2-5/8" 


DOUBLE 8 LIGHTED 


NIGHT RACER 
No. 8205 


This great set combines our famous Tyco 
Double 8 Track Layout, with New CURVE- 
HUGGER LIGHTED racing cars, with 
Tyco-Lok track. It's a quick and easy snap 
to change to different track layouts for 
added fun. 36" x 54" track layout 


Contents: 2 CURVEHUGGER cars with 
operating headlights: Gulf Porsche, 
SuperAmerica Porsche 908 e 12 sections 
of track (8-9" radius, 3-9" straight, 1-9" 
terminal) • 4 piers * 2 struts * 10-piece 
crash barrier with flags and poles 2 racing 
controllers e power pack, U.L. listed. 


Standard pack: 6 + Carton weight: 33 Ibs. 
Package size: 20" x 13 x 3-3/4" 























FUNNY CAR 2-IN-1 PRO RACING 
No. 8207 










This sharp Pro Racing set features our snappy Chevy Vega and 
Ford Pinto CURVEHUGGER "Funny" Cars with tilt-up bodies, showing 
motor and driver—15-foot racing layout converts easily to Funny 
Car Drag Strip. 66" x 33" track layout. 


Contents: Chevy Vega CURVEHUGGER Funny Car * Ford Pinto 
CURVEHUGGER Funny Car e 18 sections of track (10-9" radius, 

5-9" straight, 2-6" straight, 1-9" terminal) * 4 piers * 16 crash barrier 
with poles and flags with winners indicator * 2 racing controllers e 
power pack, U.L. listed. 


Standard pack: 4 * Carton weight: 30 Ibs. 
Package size: 23" x 15-1/2" x 3-13/16" 






Set converts to funny car dragstrip! 
Cars with tilt-up bodies for show! 


yw, 


SS 
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LIGHTS & SOUNDS OF SEBRING! 
No. 8214 


All the exciting features you could want are packed into this 
"Sebring" Pro Racing set—CURVEHUGGER cars with operating 
headlights, real sounds of racing in our Motoroarrr! tower that you 
control by the speed of your CURVEHUGGER. A challenging multi- 
level track layout to test your racing skills on curves and 
straightaways. 57" x 33" track layout. 


Contents: Lighted CURVEHUGGER Ferrari 512M e Lighted CURVE- 
HUGGER Gulf Porsche e 20 track sections (14-9" radius, 3-9" straight, 
2-6" straight, 1-9" terminal) * 4 piers * 4 struts * 16 crash barrier with 
poles and flags * 2 racing controllers e Motoroarrr! tower * power 
pack, U.L. listed. 


Standard pack: 3 + Carton weight: 32 Ibs. 
Package size: 27" x 17" x 3-7/8" 


As advertised on 








Cars with headlights 
plus motoroarrr! 
The sound of racing! 


| cer PUNTA AIT ION TD 
| UGHTS & SOUND |B 
| OF SEBRING! 

PRO RACING | 

Sand rae | 








Converts to 11 
competition dragstrip! 


= Converts to 12' 
competition drag strip 
or 2 lane 32' layout! 


SUPER FUNNY CAR 2-IN-1 


PRO RACING 
No. 8218 


This Pro Racing Set has loads of excitement 
—2-in-l Funny Cars—sensational in 1975, 
will be bigger in 1976 with our new 
CURVEHUGGER feature. Big 27-foot track 
layout; converts easily into a real fun drag 
strip over 10 feet long—cobblestone track 
included for added realism. 62" x 30" 
track layout. 


Contents: CURVEHUGGER 2-in-1 Funny 
Cars: Vega, Pinto * 32 sections of track 
(16-9" radius, 10-9" straight, 1-9" terminal, 
4-6" straight, 1-9" cobblestone) * 20 piers 
and footings * 4 struts * 24 crash barrier 
with poles and flags * 2 racing controllers « 
drag pack * power pack, U.L. listed. 


Standard pack: 3 * Carton weight: 27 lbs. 
Package size: 27" x 17" x 3-7/8" 


r 


nune (MULLIN 


SUPER FUNNY CAR "2404 
| PRORACING || 





SUPER 4-LANE PRO RACING 
No. 8230 


Double fun and thrills! 4 lanes of Pro Racing 
action—4 CURVEHUGGER cars—4 racing 
controllers—2 separate power packs. 
Each lane has 16 feet of racing—converts 
easily to 12-foot competition drag strip, 
complete with Christmas tree start marker, 
electric start, and automatic winner's 
indicator. 66" x 24" track layout. 


Contents: 4 CURVEHUGGER racing cars * 
40 sections of track (8-9" radius curve— 
1/4 circle, 16-12" radius curve—1/8 circle, 
2-9" straight terminal, 14-9" straight) « 

16 piers * 20 crash barrier fence with 
flags * electric start for drag racing * 
automatic winner's indicator * Christmas 
tree start (non-operating) * start and 
finish gate * 4 racing controllers e 2 electric 
power packs, U.L. listed. 


Standard pack: 3 + Carton weight: 39 lbs. 
Package size: 27" x 17" x 3-7/8" 





EMPIRE 1000 PRO RACING 
No. 8220 


Over 41 feet of racing action in this deluxe 
Pro Racing set. Automatic lap timer registers 
each complete lap as car zooms over this 
great racing layout. Set includes 53 sections 
of track, all in 7-1/2" x 3-1/2" space. 


Contents: CURVEHUGGER Corvette e 
CURVEHUGGER Superbird * 53 sections of 
track (26-9" straight, 16-9" radius, 1-9" terminal, 
= 2-9" radius—1/8 circle, 1-6" straight, 6-12" 
radius—1/8 circle, 1 lap counter) * 37 piers ° 
6 struts Ħ 40 crash barrier with poles and 
flags ° 2 racing controllers e power pack, 

U.L. listed. 


Standard pack: 3 + Carton weight: 44 lbs. 
Package size: 27" x 17" x 3-7/8" 


Over 41' of racing action in 7/2 x 3%! 
Plus Automatic Lap Counter. 
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COUNTER 
MERCHANDISER 


Curvehugger 
Merchandiser 
displays 24 different 
styles. Perma-guard 
front shield prevents 
theft, or slides out to 
convert display to a 
self-service unit 
where desired. 


HI-BANKED 
CURVE 
TRACK 


8735—180° Hi-banked (40°) curve set— 

9" radius, contains 4 curve sections 

(forming 1/2 circle), 4 transitional straight 
sections (2 r.h. and 2 |.h.) plus supports $8.00 





TYCO-LOK TRACK 


8701—9' Straight (Pair of 55748) $2.40 
8702—6" Straight (Pair of $5751) $2.40 
8705—9"' Radius Curve—1/4 Circle (Pair of 
55749) $2.40 
8710—9" Straight Terminal $2.00 
8716—9"' Cobblestone Chicane (1—S5762) $2.00 
8717—9"' Lane Changers (Pair of S5753) $3.50 
8719—9" Road & Road Crossing (1—S5755) $4.50 
8724—6"' Automatic Lap Counter (1—S5757) 
with 1—6" Straight $5.00 
8727—3' Road & Rail Crossing (1—S5752) $4.50 


ASSORTMENT: 

No. 8001 — Track & Accessory Assortment—54 
Tyco-Lok Track (46 pcs.—24 ea. 8701; 12 ea. 8705; 
4 ea. 8724; 3 ea. 8712, 8735) plus 4 pcs. 8752 
Controller; 4 pcs. 8767 Power Pack. 


8701 8716 


8702 8717 


RACING ACCESSORIES 


8772—Lap timer with Compu- 
chart. Race against the clock to 
improve your driving skill. $6.00 


8777 —4-speed stick-shift racing 
controller 75 ohm. You control the 
speed of the car by shifting. $5.00 








8756—Guard rail fence (8 pc.) 

with flags $1.00 

8763—Pier set (6 pc.—2 ea. 

2-1/4;' 1-1/2, 3/4") plus struts 

(12 pc.) for multi-level layouts $2.00 








8860—Hi-performance speed kit 
with 2 micro-sponge rear tires, 
and 2''O" ring front $4.00 





8771—Motoroarrr! Sound of 

Racing, in Tower. You control the 

sound by the speed of car. $6.00 
8752 


d 


8752- Racing controller — 
75 ohm $3.50 
8880—Racing controller with brakes 
—75 ohm with 3 covered alligator 
clips (for Tycopro cars) $4.00 
















8767—Power pack $8.00 





CURVEHUGGER 
PACKAGING 
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2-TRAIN SET 
No. 7950 


A Railroad Empire comes alive with Tyco's finest 2-train set, featuring 
the red, white and blue lighted Super Spirit of '76 diesel with matching 
caboose. The second set is powered by the popular F-9 diesel. 11 freight 
cars, including 2 action cars and 3 action accessories, plus 24 decorated 
signs and poles, enhance this set. Track layout includes 49 sections of 
track and 4 remote control switches. 


Contents: Lighted Alco 630 diesel «e Remote control freight unloading box 
car set * Bicentennial box car * Tank car * Hopper car * Remote control 
piggyback loader/unloader with piggyback freight car e Remote control 
freight unloading depot with operating tractor and flat car with pipe load 

* 2 Cabooses e Lighted F-9 diesel * 50' Box car + Remote control log 

dump set * Piggyback flat car with 2 trailers, truck cab, truck and terminal 
* Operating crossing gate * 4 electric switches * 2 Power packs, U. L. listed. 


Standard pack: 2 + Carton weight: 30 Ibs. 
Package size: 28-3/4' x 20-3/16" x 4-13/16" 








a 

1. 2 trains powered by Super Spirit of '76 and F-9 diesels. 
2. Crossing gate raises and lowers automatically. 

3. Flat car with 2 piggyback trailers, truck cab and terminal. 

4. Box car unloads crates by remote control. 

5. Piggyback loader/unloader with 4-way remote control action. 
6. Dump logs by remote control. 

7. Freight unloading depot operates by remote control. 












Operate two trains independently! 
4' x 8' triple oval track layout! 4 
Switch trains from track to track! 





TYCO 
SYSTEM 


2-TRAIN SET 


2 
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